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New and Improved Features: 


e Interchangeable Test Probes 
¢ High Wear and High Sensitivity Types 
¢ Production Testing at an Affordable Price 
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Take the guesswork 
out of dispensing... 


with new, compact, 
meter-mix-dispense 
Teme Coe 
urethanes, silicones, 
etc. 


: part ona Wah Vabeal 
ties up to 250,000 cps at ratios i:om 1:1 to 15:1. 

Unique, volumetric, piston 
pumps assure accurate, reliable metering of materials. 
Plastic disposable, Posimixer™ motionless mixer delivers 
a uniformiy-mixed material. 

For information contact Liquid Control Corp., 7576 
Freedom Ave., N.W., P.O. Box 2747, North Canton, Ohio 
44720-0747¢(216) 494-1313. 


liquid Control Corp. 
Manufacturers of Precision Liquid Dispensing Equipment. 
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